Certificate of Conformance 


Customer: 


Purchase Order: 


Part Number Description 


Packing Slip Number: 


Quantity 


DART Aerospace 
190 S Danebo Ave 
Eugene, OR 97402 
USA 

Tel: 541.334.9953 
Fax: 541.344.3863 


Batch 


ALL MATERIALS, PARTS, COMPONENTS HAVE BEEN INSPECTED AND COMPY WITH THE PURCHASE 


ORDER REQUIREMENTS. 
Date: 


Approved By: 
Approved QA Signatory 


QMSF-8.2, Certificate of Conformance Rev A 10/13/14 


